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PORTANT SAFETY INSTRUCTIONS 


h CAUTION AVIS 


INSTRUCTIONS PERTAINING TO A RISK 
‘OF FIRE, ELECTRIC SHOCK, 
‘OR INJURY TO PERSONS, 


__ CAUTION: 


Packaging: . 
Warning: ; 


INSTRUCTIONS RELATIVES AU RISQUE 
DE FEU, CHOC ELECTRIQUE. OU 
'BLESSURES AUX PERSONNES. 


AVIS: 


(CONSULTEZ UN TECHNICIEN QUALIFIE 
POUR LENTRETIENT. 


Veuillez lire le manuel 
aor area Cousner sh carbone 
Emballage: 

Warning: 


Service 


Ah} 


ASSEMBLY M530_7.00 
PCB MECH © M530_7.00 O° 


M530.PCB DATABASE HISTORY 
NODEL{S}: = PS- 11 0B/ESZ00P/NXZ00S 
DATE [VER#[DESCRIPTION OF CHANGE 


EET T-00"| FIRST PROTOTYPE 
feav/s7 [2:00 | traces aT t/p cACKS_REDONE_c50,C51 
too Ss MOVED 
Hiov/os/s7 |2.01 |B17 s00K->270K 
luan/13/98 |2:10 | SPxKR-PRASE CHANGED 
[ruw/13/s8 |2720 |pcps7ss cae 330N->eson_n208,2209, 
E210, 8271 S3R-53382 FLN-ORE 
lsuy/12/28 |3.00 |anp ¢3a exow pcas7es.b 
lZan/25/s3 |4°00 


fean/ii/33 


liep/17/95 3 AON-POLARIZED- POLARIZED 


oe/ 18/00 |4.a0 | feReiae: pie, oa abvesast1P142 
Bib guS-Bbiees svi? 

Hiaxyoasoo |i.20 | es’ S3r-si00e 

par/2e/eo |$:38 

[rux/19/00 |é.00 

f5ze/08/00 |6:20 | pckszye Revove. gis, ole fi4e,R147, 
RULE paiao cvncod Gr neaoe 

i RPRTT67O2 [7-00 [WoW DADS FOR FUSE HOLDER AND TABS 


PRODUCTION NOTES 


#3607] 2607 
SPACER PACER 


046,047,048, 049 


1 NO FUSE AND HOLDERS FOR "CE" 
2 C56 = 680N FOR 230VAC OPERATION 
3 C56 = 22N FOR 120VAC OPERATION 
4 Q20/RT1 = TO BE HAND INSERTED 


5 STUFF U4 (4N35)OR U4A (TLP621 
NOT BOTH (NOTE U4A IS HAND 
INSERTED 
6 USE THIS LAYOUT IF RT1 IS 10K 


BLANK SIZE=12.250 X 9.925 | Gane 7 


